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Message Text 



UNCLASSIFIED 

PAGE 01 STATE 001986 

73 

ORIGIN COME-00 

INFO OCT-OI ARA-10 ISO-00 EB-05 RSC-OI /0I7R 
66615 

DRAFTED BY COM/BIC/OED/MEPD/JPHILBRICK/LAW 
APPROVED BY EB/OCA/REP:LAKLIEFORTH 
COM/BIC/OED/MEPD/LEENGLESON 
COM/BIC/OED/MEPD/JMSANDS, DIRECTOR 
STATE/ARA/NC/MAISTO (PHONE) 

COM/BICA/OIM/FKAISER (PHONE) 

022717 

R 042309Z JAN 74 
FM SECSTATE WASHDC 
TO AMEMBASSY BOGOTA 

UNCLAS STATE 001986 

E.O. 1I652:N/A 
TAGS: BMEP, CO 

SUBJ: EL MORRO ISLAND HOSPITAL 
REP: BOGOTA 10356 

REPTEL REFERRED TO SUBJECT AS PART OP DOES 125 MILLION 
INFRASTRUCTURE REQUIRED POR TUMACO REFINERY PROJECT. WILL HOSPITAL 
BE PUT UP FOR INTERNATIONAL BID? IP POST CAN PROVIDE AS MUCH 
INFO AS CURRENTLY AVAILABLE, MAJOR PROJECTS WOULD LIKE TO MAKE 
EARLY WARNING TO U.S. HOSPITAL PIRMS. 

KISSINGER 



UNCLASSIFIED 



NNN 



Deciassified/Reieased US Department of State EO Systematic Review 30 JUN 2005 




Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 04 JAN 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE001986 

Document Source: CORE 

Document Unique ID: 00 

Drafter: BIC/OED/MEPD/JPHILBRICK/LAW 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 97401 61 /aaaacfmv.tel 

Line Count: 44 
Locator: TEXT ON-LINE 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: BOGOTA 10356 
Review Action: RELEASED, APPROVED 
Review Authority: WorrelSW 
Review Comment: n/a 
Review Content Flags: 

Review Date: 19 SEP 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <19 SEP 2002 by daviscw>; APPROVED <19-Nov-2002 by WorrelSW> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EL MORRO ISLAND HOSPITAL 
TAGS: BEXP, CO 
To: BOGOTA 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




